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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 
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FOREWORD 

This Indian Standard was adopted by the Bureau of Indian Standards on 30 August 1989, after the 
draft finalized by the Soaps and Other Surface Active Agents Sectional Committee had been 
approved by the Chemical Division Council. 

Liquid soap for cleaning painted surfaces is different from othfer soaps since it is used primarily 
for cleaning the surfaces like internal and external carriage of railways and ships. It may also be 
used for cleaning wooden floors, painted panels upholstry and also marble and mosaic floors. 

For the preparation of this standard, assistance has been drawn from railway specification 
No- WR - 78. 

For the purpose of deciding whether a particular requirement of this standard is complied with, 
the final value, observed or calculated, expressing the result of a test or analysis, shall be rounded 
off in accordance with IS 2 : 1960, *Rules for rounding off numerical values { revised )\ The 
nmnber of significant places retained in the rounded off" value should be the same as that of the 
s|>ecified value in this standard. 
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1 SCOPE 

1.1 This standard prescribes the requirements 
and methods of sampling and test for liquid soap 
for cleaning painted surfaces. 

2 REFERENCES 

2,1 The following Indian Standards are necessary 
adjuncts to this standard; 

IS No, Title 

IS 286 ; 1978 Methods of sampling and test 
for soaps ( second revision ) 

IS 1070 : 1977 Specification for water for 
general laboratory use ( second 
revision ) 

3 TERMINOLOGY 

3.1 For the purpose of this standard, the defini- 
tions given in IS 286 : 1978, shall apply. 

4 REQUIREMENTS 

4.1 The material shall consist of essentially 
potassium or sodium soap made from vegetable 
oils or fatty acids or both. It shall be free from 
builders or fillers. It may contain perfume, 
colouring material and preservatives. 

4.2 The material shall be in the form of clear 
or translucent free flowing liquid free from 
visible impurities or unpleasant odour, 

4.3 The material shall form a clear solution 
with water at all dilutions. 

4.4 The material shall not throw out any sedi- 
ment when kept at O^C for 12 hours. 

4.5 The material shall also comply with the 
requirements given in Table 1 when tested as 
per methods referred to in Col 4 of the Table. 

5 PACKING AND MARKING 

5.1 Packing 

The material shall be packed in suitable con- 
tainers as agreed to between the purchaser and 
the supplier. 

5.2 Marking 

The containers shall be legibly and indelibly 
marked with the following information: 

a) Name of the material; 

b) Net mass of the material; 



c) Manufacturer's name and his trade-mark, 
if any; 

d) Month and year of manufacture; and 

e) Batch or lot in code or otherwise. 

Table 1 Requirements for Liquid So^p for 
Cleaning Painted Surfaces 

( Clauses 4.5 and lA ) 



SI Characteristic 


Require- 


■ Method of 


No. 


ment 


Test, Refe- 
rence to 
Clause No. in 
IS 286 : 1978 


(1) (2) 


(3) 


(4) 


i) Total fatty matter, percent 






by mass, Min 


28 


15 


ii) Unsaponified and unsaponi- 






fiable matter, percent by 






mass. Max 


2 


n 


iii) Free caustic alkali (as 






NaOH), percent by mass, 






Max 


003 


6 


iv) Titre, ''C, Max 


30 


16 


v) Chloride (as KCl). percent 






by mass 


0-5 


10 


vi) Free fatty acid ( as oleic 






acid), percent by mass, 






Max 


0-2 


6 


vii) Matter insoluble in alcohol, 






percent by mass. Max 


0-25 


5 



6 SAMPLING 

6.1 General 

The general precautions, scale of sampling and 
preparation of test samples, shall be as pres- 
cribed in 3.1, 3.2 and 3.3, respectively of 
IS 286 : 1978. 

6.2 Number of Tests 

6.2.1 Tests for determination of total fatty 
matter, free caustic alkali, titre and free fatty 
acid shall be conducted on each of the individual 
samples separately. 

6.2.2 Tests for determination of all the remain- 
ing characteristics shall be conducted on the 
composite sample. 

6.3 Criteria for Conformity 

6,3.1 For Individual Samples 

For each of the characteristics which has been 
determined on the individual samples (5.2.1 )the 
mean (A') and the range (7^) of the test results 
shall be calculated as follows: 



J 
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,, /T>x sum of test results 

Mean (a) = ^r- — : -- 

number of test results 

Range (R) = the difference between the 
maximum and the minimum 
value of the test results. 

6.3.1.1 The lot shall be deemed as conforming 
to the requirement if the expression ( X— 0*6 R) 
is greater than or equal to minimum value given 
in Table 1 and {X ±0'6 R) is less than or 
equal to maximum value given in Table 1. 

6.3.2 For Composite Sample 

For declaring the conformity of the lot to the 
requirements of other characteristics determined 
on the composite sample, the test results for 
each of the characteristics shall satisfy the 



relevant requirement. 

7 TESTS 

7,1 Tests to evaluate characteristics prescribed 
in Table 1 shall be conducted as prescribed in 
IS 286 : 1978. Reference to relevant clauses of 
that standard is given in Col 4 of Table 1. 



7.2 Quality of ReageDts 



Unless specified otherwise, pure chemicals and 
^:„.:i,.^ "•— '— IS 1070:1977) shall be 



distilled water 
used in tests. 



( see 



NOTE — 'Pure chemicals' shall mean chemicals 
that do not contain impurities which affect the 
results of analysis- 



Standard Mark 

The use of the Standard Mark is governed by the provisions of the Bureau of Indian 
Standards Act, 1986 and the Rules and Regulations made thereunder. The Standard Mark on 
products covered by an Indian Standard conveys the assurance that they have been produced 
to comply with the requirements of that standard under a well defined system of inspection, 
testing and quality control which is devised and supervised by BIS and operated by the pro- 
ducer. Standard marked products are also continuously checked by BIS for conformity to 
that standard as a further safeguard. Details of conditions under which a licence for the use 
of the Standard Mark may be granted to manufacturers or producers may be obtained from 
the Bureau of Indian Standards. 



Bareau of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act^ 1986 to promote 
harmonious development of the activities of standardization, marking and quality certification or 
goods and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in 
any form without the prior permission in writing of BIS. This does not preclude the free use, in 
the course of implementing the standard, of necessary details, such as symbols and sizes, type or 
grade designations. Enquiries relating to copyright be addressedto the Director (Publications), BIS. 

Revision of Indian Standards 

Indian Standards are reviewed periodically and revised, when necessary and amendments, if any, 
are issued from time to time. Users of Indian Standards should ascertain that they are in possession 
of the latest amendments or edition. Comments on this Indian Standard may be sent to BIS 
giving the following reference : 

Doc : No. CDC 35 ( 9398 ) 
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